FIRST  BAPTIST  CHURCH 
Commerce,  Georgia 

Located  on  North  Broad  Street  it  was  founded  in  1874 
nder  the  name  Harmony  Grove  Baptist  Church.  The  building 
ow  standing  was  erected  in  1897  with  88  charter  members, 
wo  wings  now  connect  the  building  serving  as  an  educa- 
onal  annex.  Over  900  members  are  now  enrolled. 
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